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Mint of the United States at Philadelphia, 
May 28, 1880 


Hon. A. Loudon Snowden 
Spt. 
Sir 
I have the honor to report that the old scale, used in the sweeping room, is in such a 


condition as to be unfit for further use. 


I would therefore respectfully recommend the purchase of a new one, to take the place of 
the same. 


Very Respectfully 
A. Westermair 
Adjuster of Scales & Weights 


Hon. A. Loudon Snowden 
Spt. 


